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EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, CZ 

SUBJECT: GERMAN EDP SYSTEM TO CZECHOSLOVAKIA - IL 1565 

REFS: A. COCOM DOC (73) 582 

B. COCOM DOC (73) 583 

C. STATE 159738 

REF C GIVES APPROVAL FOR REFCASE B ONLY. SINCE REFCASE A 
INVOLVES SAME EQUIPMENT TO SAME COUNTRY, GERDEL HAS ASKED 
IF OUR POSITION ON THAT CASE CAN BE EXPECTED SOON. 
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